16      DOCKETED ITEMS

$105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list end.

ROSSI,C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

DOCKET 50-174 PENNSYLVANIA STATE RESEARCH REACTOR

P. Operating license stage documents & correspondence

9106120324 Responds to FOIA request for documents re license numbers R-36,issued
in 1958,license R-72 issued in Dec 1960 & license 19-01398-29.Forwards Apps
A,B,C,D documents.App E documents partially withheld (ref FOIA Exemption 6).
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/04/01. BRENNAN.D.F. Pennsylvania, Commonwealth of. 13pp.
58375:003-58380:113.

-9106240179 Forwards amend 3 to license R-72,terminating license.
MORR1S.P.A. Atomic Energy Commission (Pre 750119). 67/11/09. DONKIN.M. Penn-
sylvania State Univ., University Park, PA. 2pp. 58378:247-58378:248.

-9106240190 Amend 3 to license R-72,transferring possession of facility to Common-
wealth of PA.

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 67/11/09. 3pp.
58378:249-58378:251.

DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA

V. Operator Examinations

9106060148 Notification of contract execution.to "Univ of Missouri Research Reactor
Operator Licensing Exams" to "Technical Assistance to Support Licensing Activities."
Contractor: Sonalysts.lnc.

HUGHES.A. Division of Contracts & Property Management (Post 890205). NRC-03-89-
031. 91/05/24. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post
870411). PULSIPHER.K, NRC - No Detailed Affiliation Given. 1p. 57931:133-
57931:137.

-9106060166 Ltr contract NRC-03-89-031,task order 109, "Univ of Missouri Research
Reactor Operator Licensing Exam" to "Technical Assistance to Support Licensing Ac-
tivities."

EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-89-031.
91/05/21. PETERSEN.LR. Sonalysts, Inc. 4pp. 57931:134-57931:137.

DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on
910310-0422.No violations noted.Engineering weaknesses observed in evaluation of
anomalous RCP seal performance & time interval for initiation of hot leg recirculation.
RICHARDS.S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California
Edison Co. 3pp. 57932:104-57932:120.

-9106100102  Insp repts  50-206/91-09,50-361/91-09  & 50-362/91-09  on  910310-
0422.No      violations      noted.Major     areas      inspected:      operational     safety
verification.radiological protection, security & evaluation of plant trips & events.
vJOHNSON.P.H, Region 5 (Post 820201). 91/05/21.14pp. 57932:107-57932:120.

9106180290 Corrected Page 12-3, "Decontamination" to San Diego County offsite
emergency response plan.
LONG.S. Southern California Edison Co. 91/06/06,4pp. 58174:078-58174:081.

9106260143 EPIPs including.Temporary Change Notice (TCN) 4-5 to Rev 4 to SO123-
VHI-0.301.TCN 5-4 to Rev 5 to S0123-VIII-10.TCN 0-11 ~ " --------......------

TCN 8-1 to Rev 8 to S0123-VIII-30.1.W/910621 Itr.
PLAPPERT.R.D. Southern California Edison Co.
58229:191.

I to Rev 0 to SO123-VIII-10.2 &
91/06/21.   100pp.   58229:001-

P. Operating license stage documents & correspondence

9106050371 Informs that mods resolving seven FTOL Cycle 11 open items completed
as required by 900102 order.

NANDY.F.R Southern California Edison Co. 91/02/22. Document Control Branch
(Document Control Desk). 3pp. 58008:001-58008:003.

9106050257 Documents roof ponding scuppers installed by licensee during Cycle XI re-
fueling outage.

TOWNSEND.C. Region 5 (Post 820201). 91/04/24. KALMAN.G. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 58033:039-58033:039.

9106100121 Notification of contract execution.mod S.Task Order 12, "San Onofre
Intake Structure Evaluation" to, "Technical Assistance in Support of NRC Licensing
Activities," awarded to Viking Sys Intl.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). FIN D-
17621. 91/05/20. SCHWINK.W. Office of Nuclear Reactor Regulation, Director (Post
870411). LAKNERA NRC - No Detailed Affiliation Given. 1p. 58092:110-58092:111.

-$106100127 Ltr contract awarding Task Order 12,Mod 3, "San Onofre Intake Structure
Evaluation."

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-87-028.
91 /05/13. SALUJA.J. Viking Systems International. 1 p. 58092:111 -58092:111.

9106110163 Requests evaluation of allegation re activities at facility.Statement of con-
cerns withheld (ref 10CFR2.790).

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/06/04. RAY.H.B. Southern California
Edison Co. 2pp. 58095:346-58095:347.

9106100331 Forwards historical info requested by NRC as input to full-term OL.including
descriptions of fuel accumulation & capacity.significant mods.significant events & op-
erating history & outages.

NANDY.F.R. Southern California Edison Co. 91/06/07. Document Control Branch
(Document Control Desk). 10pp. 58051:203-58051:212.

9106100442 Forwards interim update to facility updated FSAR.containing results of
small break LOCA reanalysis.Reanalysis performed to support restart for Cycle 11 op-
eration using Westinghouse NOTRUMP computer code.

NANDY.F.R. Southern California Edison Co. 91/06/07. Document Control Branch
(Document Control Desk). 93pp. 58094:017-58094:110.

9106170041 Notification of contract execution.mod 4,task order 12 to, "TA in Support of
NRC Licensing Activities." Contractor: Viking Sys Intl.

MCCUBBIN.S. Division of Contracts & Property Management (Post 890205). NRC-03-
87-028. 91/06/07. BAJWA.S.S. Office of Nuclear Reactor Regulation, Director (Post
870411). THOMAS.B. NRC - No Detailed Affiliation Given. 1p. 58122:268-58122:272.

-9106170048 Ltr contract to task order I2,mod 4, "San Onofre.lntake Structure Evalua-
tion" for, "TA in Support of NRC Licensing Activities," awarded to Viking Sys Intl.
EDGEWORTH.P.J. Contract Administration Branch 1 (Post 900603). NRC-03-87-028.
91/06/04. SALUJA,J. Viking Systems International. 4pp. 58122:269-58122:272.

9106110389 Forwards corrected Amend 143 to License DPR-13,including marginal line
indicating change on Page 3.5-1 of Tech Specs re mods to safeguards load sequenc-
er sys.

KALMAN.G. Project Directorate V. 91/06/10. RAY.H.B. Southern California Edison
Co. 2pp, 58099:094-58099:099.

-9106110392 Corrected Amend 143 to License DPR-13 adding marginal line indicating
change to Tech Spec 3.5-1 re mods to safeguards load sequencer sys.

*  NRC - No Detailed Affiliation Given. 91/06/10. 4pp. 58099:096-58099:099.

9106120165    Forwards   info    re    reanalysis   of   station    electric   distribution    sys
voltages.takinp into account significant mods recently completed on 480-volt electric
sys.Info submitted to complete review of Multi-Plant Action B-48.
NANDY.F.R. Southern California Edison Co. 91/06/11. Document Control Branch
(Document Control Desk). 19pp. 58211:202-58211:220.

9106200191    Forwards   rept    of    unsatisfactory   blind    performance    test    results
including.sumrnary & corrective actions taken & documentation re cause of unsatisfac-
tory results.Util will no longer contract w/Biomedical Testing Labs.
MORGAN.H.E. Southern California Edison Co. 91/06/17. Document Control Branch
(Document Control Desk). 3pp. 58200:031-58200:033.

9106200117 Forwards application for amend to License DPR-13.revising Tech Spec
Section 3.5.2, "Control Rod Insertion Limits." & Section 3.11, "Continuous Power Dis-
tribution Monitoring."

RAY.H.B. Southern California Edison Co. 91/06/18. Document Control Branch (Docu-
ment Control Desk). 2pp. 58204:293-58204:323.

-9106200120 Application for amend to license DPR-13,revising Tech Spec Section
3.5.2, "Control Rod Insertion Limits" & 3.11, "Continuous Power Distribution Monitor-
ing."

RAY.H.B. Southern California Edison Co. 91/06/18. Document Control Branch (Docu-
ment Control Desk). 11pp. 58204:295-58204:305.

-9106200128 Proposed Tech Specs Sections 3.5.2, "Control Rod Insertion Limits" &
3.11, "Continuous Power Distribution Monitoring."

*  Southern California Edison Co. 91/06/18. 12pp. 58204:306-58204:323.

9106200178 Withdraws 890428 application for amends to Licenses DPR-13, NPF-10 &
NPF-15 re merger of Southern California Edison & San Diego Gas & Electric Co.On
910509,State of CA Public Util Commission voted to deny merger.
RAY.H.B. Southern California Edison Co. 91/06/19. Document Control Branch (Docu-
ment Control Desk). 1p. 58200:034-58200:034.

9106280054 Forwards notice of withdrawal of application for amends to licenses DPR-
13.NPF-10 & NPF-1 S.Amends to reflect changes in ownership of facility.
KOKAJKO.L.E. Project Directorate V. 91/06/21. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 2pp. 58248:036-58248:039.

-9106280067 Notice of withdrawal of application for amends to licenses DPR-13,NPF-
10 & NPF-15.Amends to reflect changes in ownership of facilities.
KOKAJKO.LE. Project Directorate V. 91/06/21, 2pp. 58248:038-58248:039.

9106260396 Responds to NRC Senior Project Manager request re TMl Item III.D.3.4,
"Control Room Habitability.'1

NANDY.F.R. Southern California Edison Co. 91/06/25. Document Control Branch
(Document Control Desk). 4pp. 58242:276-58242:279.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106100091 Forwards insp repts 50-206/91-09,50-361/91-09 & 50-362/91-09 on
910310-0422.No violations noted.Engineering weaknesses observed in evaluation of
anomalous RCP seal performance & time interval for initiation of hot leg recirculation.
RICHARDS.S.A. Region 5 (Post 820201). 91/05/22. RAY.H.B. Southern California
Edison Co. 3pp. 57932:104-57932:120.

-9106100102   Insp  repts  50-206/91-09,50-361/91-09  &   50-362/91-09   on   910310-
0422-No      violations     noted.Major      areas      inspected:      operational      safety
verification.radiological protection, security & evaluation of plant trips & events
JOHNSON.P.H. Region 5 (Post 820201). 91/05/21. 14pp. 57932-107-57932-120 Vote."
